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Between thr collars upon the sleeve driven by the crossed belt is placed a black disk having four equidistant, radial .slots, and upon the other sleeve is secured a translucent disk bearing an anamorphosed design which, viewed separately from the instrument, bears little resemblance to the object it ss intended tu represent, but when revolved in the anor-
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thoseopc and viewed through the ttlots of the black disk, the enormous distortion is corrected and five correct images are seen, This number of images is accounted for by the four revolutions in nut* direction of the disk carrying the design and the single revolution of the disk with radial slots in opposite direction, giving1 five views of the name object for
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every revolution of the radially slotted dink. The dcsi&ns are distorted only in the direction of their rotation, the pro-portions In the direction of titc radii of thtr disk being normal, A fact? view of tht? radially nlottrcl clink in given in Fig, 46.
In Fig.47 the distorted card design shown at A is seen in the anorthoMcope a* a hand of curds an shown at B, In Fig-48 the design, C, produces the wreath, I), in the instrument, standard, and upon the other
